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WAC 194-24-010 Authority. The authority to develop 
these rules is granted to the department in Title 19.260 RCW. 


[Statutory Authority: Chapter 19.260 RCW. 07-14-092, § 194-24-010, filed 
6/29/07, effective 7/30/07.] 


WAC 194-24-020 Purpose. The purpose of these rules 
is to establish efficiency standards for certain products sold 
or installed in the state assuring consumers and businesses 
that such products meet minimum efficiency performance 
levels thus saving energy and money on utility bills. This 
chapter applies equally to products regardless of whether 
they are sold, offered for sale, or installed as a stand-alone 
product or as a component of another product. 


[Statutory Authority: Chapter 19.260 RCW. 07-14-092, § 194-24-020, filed 
6/29/07, effective 7/30/07.] 


WAC 194-24-030 Definitions. The following words 
and terms have the following meanings for the purposes of 
this chapter unless otherwise indicated: 

(1) "Automatic commercial ice cube machine" means a 
factory-made assembly, not necessarily shipped in one pack- 
age, consisting of a condensing unit and ice-making section 
operating as an integrated unit with means for making and 
harvesting ice cubes. It may also include integrated compo- 
nents for storing or dispensing ice, or both. 

(2) "Ballast" means a device used with an electric dis- 
charge lamp to obtain necessary circuit conditions, such as 
voltage, current, and waveform, for starting and operating the 
lamp. 

(3)(a) "Commercial refrigerators and freezers" means 
refrigerators, freezers, or refrigerator-freezers designed for 
use by commercial or institutional facilities for the purpose of 
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storing or merchandising food products, beverages, or ice at 
specified temperatures that: 

(i) Incorporate most components involved in the vapor- 
compression cycle and the refrigerated compartment in a sin- 
gle cabinet; and 

(ii) May be configured with either solid or transparent 
doors as a reach-in cabinet, pass-through cabinet, roll-in cab- 
inet, or roll-through cabinet. 

(b) "Commercial refrigerators and freezers" does not 
include: 

(1) Products with 85 cubic feet or more of internal vol- 
ume; 

(ii) Walk-in refrigerators or freezers; 

(iii) Consumer products that are federally regulated pur- 
suant to 42 U.S.C. Sec. 6291 et seq.; 

(iv) Products without doors; or 

(v) Freezers specifically designed for ice cream. 

(4) "Compensation" means money or any other valuable 
thing, regardless of form, received or to be received by a per- 
son for services rendered. 

(5) "Department" means the department of community, 
trade, and economic development. 

(6) "High-intensity discharge lamp" means a lamp in 
which light is produced by the passage of an electric current 
through a vapor or gas, and in which the light-producing arc 
is stabilized by bulb wall temperature and the arc tube has a 
bulb wall loading in excess of three watts per square centime- 
ter. 

(7) "Metal halide lamp" means a high-intensity discharge 
lamp in which the major portion of the light is produced by 
radiation of metal halides and their products of dissociation, 
possibly in combination with metallic vapors. 

(8) "Metal halide lamp fixture" means a light fixture 
designed to be operated with a metal halide lamp and a ballast 
for a metal halide lamp. 

(9) "Pass-through cabinet" means a commercial refriger- 
ator or freezer with hinged or sliding doors on both the front 
and rear of the unit. 

(10) "Probe-start metal halide ballast" means a ballast 
used to operate metal halide lamps which does not contain an 
igniter and which instead starts lamps by using a third starting 
electrode "probe" in the arc tube. 

(11) "Reach-in cabinet" means a commercial refrigerator 
or freezer with hinged or sliding doors or lids, but does not 
include roll-in or roll-through cabinets or pass-through cabi- 
nets. 

(12)(a) "Roll-in cabinet" means a commercial refrigera- 
tor or freezer with hinged or sliding doors that allow wheeled 
racks of product to be rolled into the unit. 

(b) "Roll-through cabinet" means a commercial refriger- 
ator or freezer with hinged or sliding doors on two sides of 
the cabinet that allow wheeled racks of product to be rolled 
through the unit. 

(13)(a) "Single-voltage external AC to DC power sup- 
ply" means a device that: 

(1) Is designed to convert line voltage alternating current 
input into lower voltage direct current output; 
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(ii) Is able to convert to only one DC output voltage at a 
time; 

(iii) Is sold with, or intended to be used with, a separate 
end-use product that constitutes the primary power load; 

(iv) Is contained within a separate physical enclosure 
from the end-use product; 

(v) Is connected to the end-use product via a removable 
or hard-wired male/female electrical connection, cable, cord, 
or other wiring; and 

(vi) Has a nameplate output power less than or equal to 
250 watts. 

(b) "Single-voltage external AC to DC power supply" 
does not include: 

(i) Products with batteries or battery packs that physi- 
cally attach directly to the power supply unit; 

(ii) Products with a battery chemistry or type selector 
switch and indicator light; or 

(iii) Products with a battery chemistry or type selector 
switch and a state of charge meter. 

(14) "State-regulated incandescent reflector lamp" 
means a lamp that is not colored or designed for rough or 
vibration service applications, that has an inner reflective 
coating on the outer bulb to direct the light, an E26 medium 
screw base, and a rated voltage or voltage range that lies at 
least partially within 115 to 130 volts, and that falls into one 
of the following categories: 

(a) A bulged reflector or elliptical reflector bulb shape 
and which has a diameter which equals or exceeds 2.25 
inches; 

(b) A reflector, parabolic aluminized reflector, or similar 
bulb shape and which has a diameter of 2.25 to 2.75 inches. 

(15)(a) "Unit heater" means a self-contained, vented fan- 
type commercial space heater that uses natural gas or pro- 
pane, and that is designed to be installed without ducts within 
a heated space. 

(b) "Unit heater" does not include any products covered 
by federal standards established pursuant to 42 U.S.C. Sec. 
6291 et seq., or any product that is a direct vent, forced flue 
heater with a sealed combustion burner. 


[Statutory Authority: Chapter 19.260 RCW. 07-14-092, § 194-24-030, filed 
6/29/07, effective 7/30/07.] 


WAC 194-24-040 Implementation dates, end dates, 
and applicability. (1) This chapter applies to the following 
types of new products manufactured after the stated date and 
installed for compensation, the dates these rules take effect 
and, in the case of federal preemption, are rescinded: 

(a) Automatic commercial ice cube machines (January 1, 
2008, to December 31, 2009); 

(b) Commercial refrigerators and freezers (January 1, 
2007, to December 31, 2009); 

(c) Unit heaters (January 1, 2007, to July 31, 2008); 

(d) Single-voltage external AC to DC power supplies 
(starting January 1, 2008) except power supplies that are clas- 
sified as devices for human use under the Federal Food, 
Drug, and Cosmetic Act and require U.S. Food and Drug 
Administration listing and approval as a medical device; 

(e) State-regulated incandescent reflector lamps (starting 
January 1, 2007); and 

(f) Metal halide lamp fixtures (starting January 1, 2008). 
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(2) No new commercial refrigerator or freezer, state-reg- 
ulated incandescent reflector lamp, or unit heater manufac- 
tured on or after January 1, 2007, may be sold or offered for 
sale in the state unless the efficiency of the new product 
meets or exceeds the efficiency standards set forth in RCW 
19.260.040. 

(3) No new automatic commercial ice cube machine, sin- 
gle-voltage external AC to DC power supply, or metal halide 
lamp fixtures manufactured on or after January 1, 2008, may 
be sold or offered for sale in the state unless the efficiency of 
the new product meets or exceeds the efficiency standards set 
forth in RCW 19.260.040. 

(4) On or after January 1, 2008, no commercial refriger- 
ator or freezer, state-regulated incandescent reflector lamp, or 
unit heater manufactured on or after January 1, 2007, may be 
installed for compensation in the state unless the efficiency of 
the new product meets or exceeds the efficiency standards set 
forth in RCW 19.260.040. 

(5) On or after January 1, 2009, no new automatic com- 
mercial ice cube machine, single-voltage external AC to DC 
power supply, or metal halide lamp fixtures manufactured on 
or after January 1, 2008, may be installed for compensation in 
the state unless the efficiency of the new product meets or 
exceeds the efficiency standards set forth in RCW 19.260.- 
040. 


[Statutory Authority: Chapter 19.260 RCW. 07-14-092, § 194-24-040, filed 
6/29/07, effective 7/30/07.] 


WAC 194-24-050 Labeling. Manufacturers of new 
products covered by these rules shall identify each product 
offered for sale or installation in the state as in compliance 
with this chapter by means of a mark, label, or tag on the 
product and packaging at the time of sale or installation. The 
marking required by the state of California in their Appliance 
Efficiency Regulations dated July 1, 2006, Section 1607 or as 
revised will meet this requirement. 


[Statutory Authority: Chapter 19.260 RCW. 07-14-092, § 194-24-050, filed 
6/29/07, effective 7/30/07.] 


WAC 194-24-060 Testing and certification. (1) Prod- 
ucts must be tested as set out by the California energy com- 
mission in their Appliance Efficiency Regulations dated July 
1, 2006, Sections 1603 and 1604. 

(2) If products tested are found not to be in compliance 
with the minimum efficiency standards established under 
RCW 19.260, the department may: 

(a) Charge the manufacturer of the product for the cost of 
product purchase and testing; and 

(b) Make information available to the public on products 
found not to be in compliance with the standards. 

(3) Manufacturers shall submit a copy of test reports for 
any covered products offered for sale or installation if 
requested by the department. 

(4) The following minimum information must be pro- 
vided to the CEC as specified in their Appliance Efficiency 
Regulations dated July 1, 2006, Section 1606 for all covered 
appliances: 

(a) Manufacturer name; 

(b) Brand name (if different); 

(c) Model number(s); 


Appliance Energy Efficiency 


(d) Test method used (unless the standard is prescriptive 
and requires no specific test procedure to determine compli- 
ance); 

(e) A statement that the model number(s) specified has 
been tested in accordance with required test methods, if 
applicable; 

(f) A statement that the specified model meets the state's 
efficiency standards; 

(g) A contact person with address, phone number and e- 
mail address; 

(h) A declaration signed by a responsible company offi- 
cial attesting to the accuracy of the information included in 
the submittal. 

(5) Manufacturers must provide to the department a cer- 
tification from the California energy commission for each 
unique product that will be sold to a Washington buyer. The 
exception is that no certification is required for single voltage 
external AC to DC power supplies but the information listed 
in (4) of this section must be provided to the department. 

(6) All appliances covered by these rules that are listed in 
the California data base of approved appliances shall be 
acceptable for sale in the state of Washington except for sin- 
gle voltage external AC to DC power supplies which are not 
currently listed in the California data base. 

(7) The energy policy division director shall inform man- 
ufacturers within forty-five days of receipt of certification if 
their products meet these rules or what other information is 
required by the department. 

(8) All required information and certification shall be 
submitted to the: Washington Department of Community, 
Trade and Economic Development, Energy Policy Division, 
P.O. Box 43173, Olympia, WA 98504-3173, Attn: Executive 
Assistant. 


[Statutory Authority: Chapter 19.260 RCW. 07-14-092, § 194-24-060, filed 
6/29/07, effective 7/30/07.] 


WAC 194-24-070 Penalties for noncompliance. The 
energy policy division shall investigate complaints received 
concerning violations of these rules. Any manufacturer or 
distributor who violates this chapter shall be issued a warning 
by the director of the department for any first violation. 
Repeat violations are subject to a civil penalty of not more 
than two hundred fifty dollars per day. 


[Statutory Authority: Chapter 19.260 RCW. 07-14-092, § 194-24-070, filed 
6/29/07, effective 7/30/07.] 
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